DE - Second search for the US Navy using terms not used in initial search.
RI - NavySearch02.WOS.0001.4.21
RI - NavySearch02.WOS.0002.4.21
RI - NavySearch02.WOS.0003.4.21
RI - NavySearch02.WOS.0004.4.21
RI - NavySearch02.WOS.0005.4.21
RI - NavySearch02.WOS.0006.4.21
RI - NavySearch02.WOS.0007.4.21
RI - NavySearch02.WOS.0008.4.21
QY - OG=(Naval Health Research Center OR Naval Medical Center San Diego OR US Navy Naval Air Systems Command OR US Navy Naval Sea Systems Command NOT United States Navy)